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PART III 


Stores Purchase 


Irrigation Department 

E- TENDER NOTICES 


[No. CMU /P /458/2020 ] 
No. CE (MECH )/T/37/2019- 20. 26th February 2020. 

The Superintending Engineer and Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender in two cover system from the 
original manufacturers or their authorized dealers for the 
“ Supply of 1 No. of Long Range Excavator (for drainage 
canal and river).” 

In accordance with respective specification for the 
purchase as shown in tender schedule of this tender 
document, the tender is to be submitted as 
e -tenders through http :// etenders.kerala.gov. in . Since this 
is an e-tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 


Certificate (DSC ) can participate in the tender. E -tender 
document and other details can be obtained from the 
above portal. 

Cost of tender documents _ * 2 , 500 + 10 % 
( Total * 2,800 ). 

Document sale starting date and time — 27 - 2 - 2020 at 
10 a . m . 

EMD (online payment) 75 ,000 . 

Date and time of commencement of online bid 
submission — 27 - 2- 2020 at 11 a. m . 

Date and time of closing of online bid submission 
25 -3 -2020 , 5 p . m . 

Date and time of opening of Technical bid 
27 -3-2020 , 2. 30 p . m . 

Date and time of opening of Finanical bid 
Will be intimated online to the firms who qualifies in the 
technical bid . 

Bidders shall remit the tender document fee and 
EMD using the online payment option of e -procurement 
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system only. Bidders are advised to visit 
downloads section of e - procurement website 
http :// etenders.kerala. gov.in for details instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

(1) BOQ duly filled up and signed. 
(2) Proof of original manufacturer/authorized dealers 

attested copy of same. 
(3) Technical bid details duly filled up and signed . 
1. Technical data sheet duly filled up and 

signed . 


If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place . 

Soon on opening of the technical bid of e- tender , the 
committee constituted will evaluate the technical aspects 
of the pump. The date and time of opening of financial 
bid will be intimated directly to the firms who qualify in 
the technical bid . 

The second cover financial bid will be opened on the 
intimated date in the presence of such bidders or their 
authorized representatives present at the prescribed time of 
opening before the Superintending Engineer & Deputy 
Chief Engineer, PWD, Mechanical, Olo the Chief Engineer, 
Mechanical, Thiruvananthapuram . 

The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer and Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


2. If additional technical information has to be 

furnished , separate data sheet shall be 
attached. 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of network 
issues , traffic congestions etc . In this regard, the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e-tenders by the Government of 
Kerala shall be applicable to this tender. 


( 2 ) 


(4) E -payment form duly filled and signed . 
(5) Undertaking by the contractor for 1 year 

warranty and 5 years compulsory ASC (Annual 

Service Contract). 
(6 ) GST Certificate. 
(7) e-Payment form duly filled and signed . 
(8) Proof certificate describing the make of the 

product 
(9) Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 
(10 ) EMD exemption certificate ( if any ) should 

be submitted on online . 
(11) Other details if any required to be furnished in 

this special condition . 
(12) Form No. 14 duly filled and signed. 

Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer and Deputy Chief Engineer, PWD 
(Mechanical) Thiruvananthapuram should reach in this 
office on or within 3 days after bid opening . The 
envelope should be superscribed with tender number, due 
date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer and Deputy Chief Engineer, PWD Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 


[No . CMU /P /921 /2019 ] 
No. CE (MECH )/T/38/2019 - 20 . 3rd March 2020 . 

The Superintending Engineer and Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department , 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender from the original manufacturer or 
their authorized dealers or for the “ Supply of 40 HP 
Motor Pumpset for Koottakadavu LI Scheme in Paruthur 
Panchayath in Palakkad District” . 

In accordance with respective specification for 
supply of pump set as shown in tender schedule of this 
tender document , the tender is to be submitted as 
e - tenders through http ://etenders,kerala .gov.in . Since this 
is an e- tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. e - Tender 
document and other details can be obtained from the 
above portal . 

Cost of tender documents 1,020 + 5 % + 5 % ( Total 
1, 150 ). 

Document sale starting date and time — 4 -3 - 2020 at 
10 a. m . 

EMD (online payment) 5 , 100 . 
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Date and time of commencement of online bid The right to accept or reject of e - tender without 
submission - 4 - 3 - 2020 at 11 a . m . 

assigning any reason is vested with the Superintending 
Date and time of closing of online bid submission Engineer and Deputy Chief Engineer , Mechanical, PWD , 
31-3-2020 , 5 p . m . 

Thiruvananthapuram . 
Date and time of opening of bid - 2 -4 - 2020 , 
2 . 30 p . m . 

The bidder is advised to submit the bids well before 
Bidders shall remit the tender document fee and 

the stipulated date and time to avoid any kind of network 
EMD using the online payment option of e - procurement 

issues , traffic congestions etc . In this regard , the 
system only . Bidders are advised to visit department shall not be responsible for any kind of such 
downloads section of e -procurement website issues faced by the bidder. All the rules related to tender 
http :// etenders .kerala . gov.in for details instructions on 

in Irrigation Department along with the rules and 
making online payment using internet banking facility of 

regulation prescribed for e -tenders by the Government of 
SBI or by NEFT facility . In the bid , the following 

Kerala shall be applicable to this tender. 
documents should be submitted by online. 
(1) BOQ duly filled up and signed . 

The Bidder should have the GST Registration and 

the Registration Number should be furnished in the 
(2) Technical data sheet duly filled up and signed . 

tender documents . 
(a ) If any more information to be furnished , 
separate data sheet shall be attached for 

(3 ) 
additional information . 

[No. CMU /P /507 /2020 ] 
(b ) Scanned copy of family curve , performance 
curve etc . should be attached . 

No . CE (MECH )/ T/40 /2019 -20 

5th March 2020 . 
(3) e- Payment form duly filled and signed . 

The Superintending Engineer and Deputy Chief 
(4) Proof of original manufacturer/ authorized dealers Engineer , Mechanical, PWD , Irrigation Department , 
attested copy of same. 

Thiruvananthapuram for and on behalf of the Governor 
(5 ) Scanned copy of preliminary agreement executed 

of Kerala invites e- tender in two cover system from the 
in Kerala Stamp Paper worth 200 . 

authorized Indian dealer of Foreign OEM , Indian 

manufactures or their authorized dealers for the “ Supply 
(6 ) EMD exemption certificate (if any ) should be 

of 1 No. of Silt Pusher with standard accessories for 
submitted online . 

Irrigation Department of Govt. of Kerala ” . 
(7 ) Other details if any required to be furnished in 
the special condition . 

In accordance with respective specification for the 
(8) Form No . 14 duly filled and signed . 

purchase as shown in tender schedule of this tender 

document, the tender is to be submitted as 
(9 ) Tender Notice and Special condition of Tender 

e -tenders through http ://etenders.kerala . gov.in . Since this 
duly signed . 

is an e -tender, only those bidders who have enrolled in 
Hard copy of all the above documents should be 

the above portal with their own Digital Signature 
submitted on or within 3 days after bid opening . The 

Certificate (DSC ) can participate in the tender. e- Tender 
bidders shall submit the hard copy of the bid containing 

document and other details can be obtained from the 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 

above portal. 
Superintending Engineer and Deputy Chief Engineer, Cost of tender documents — 7 ,500 + 10 % 
PWD , Mechanical, Olo the Chief Engineer, Mechanical, 

( Total 8, 300 ). 
Thiruvananthapuram and should reach in this office on or 
before the time specified above . The envelope should be 

Document sale starting date and time — 6 - 3 - 2020 at 
superscribed with tender number, due date and name 10 a . m . 
of work . 

EMD (online payment) 2 ,25 ,000 . 
Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 

Date and time of commencement of online bid 
the prescribed time of opening before the Superintending 

submission — 6 -3-2020 at 11 a. m . 
Engineer and Deputy Chief Engineer, PWD Mechanical, Date and time of closing of online bid submission 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 

6 -5 - 2020 , 5 p. m . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 

Date and time of opening of bid - 8 - 5 - 2020 , 
working day at same time and place. 

2.30 p . m . 
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Date and time of opening of Financial bid — Will be this office on or within 3 days after bid opening. The 
intimated online to the firms who qualifies in the envelope should be superscribed with tender number, due 
technical bid . 

date and name of work . 
Bidders shall remit the tender document fee and 

Tenders will be opened online in the presence of 
EMD using the online payment option of e -procurement 

such bidders or their authorized representatives present at 
system only . Bidders are advised to visit 

the prescribed time of opening before the Superintending 

Engineer and Deputy Chief Engineer, PWD Mechanical, 
downloads section of e - procurement website 

Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
http ://etenders,kerala .gov.in for details instructions on 

If date fixed for opening happens to be a holiday or due 
making online payment using internet banking facility of 

to net failure the tender will be opened in the next 
SBI or by NEFT facility. In the bid , the following 

working day at same time and place . 
documents should be submitted by online. 

Soon on opening of the technical bid of e - tender, the 
(1) BOQ duly filled up and signed . 

committee constituted will evaluate the technical aspects 
(2) Proof of originalmanufaturer/authorized dealers 

of the machine. The date and time of opening of financial 

bid will be intimated directly to the firms who qualify in 
attested copy of same. 

the technical bid . 
(3) Technical bid details duly filled up and signed 

The Seconed cover financial bid will be opened on 
1. Technical data sheet duly filled up and the intimated date in the presence of such bidders or their 
signed . 

authorized representatives present at the prescribed time 

of opening before the Superintending Engineer and 
2. If additional technial information has to 

Deputy Chief Engineer, PWD, Mechanical, Olo the Chief 
be furnished , separate data sheet shall Engineer , Mechanical, Thiruvananthapuram . 
be attached . 

The right to accept or reject of e - tender without 
(4 ) e- Payment form duly filled and signed . 

assigning any reason is vested with the Superintending 

Engineer and Deputy Chief Engineer, Mechanical, PWD , 
(5 ) Undertaking by the contractor for 1 year 

Thiruvananthapuram . 
warranty and 5 years compulsory ASC (Annual 
Service Contract ). 

The bidder is advised to submit the bids well before 

the stipulated date and time to avoid any kind of network 
(6) GST Certificate 

issues , traffic congestions etc . In this regard , the 
(7) e- payment from duly filled and signed . 

department shall not be responsible for any kind of such 

issues faced by the bidder. All the rules related to tender 
(8 ) Proof certificate describing the make of the in Irrigation Department along with the rules and 
product. 

regulation prescribed for e-tenders by the Government of 

Kerala shall be applicable to this tender. 
(9) Scanned copy of preliminary agreement executed 

in Kerala Stamp Paper worth 200 . 


[No. CMU /P /602/2020 ) 


(10 ) EMD exemption certificate (if any ) should be 

submitted on online . 


(11) Other details if any required to be furnished in 

the special condition . 
(12 ) Form No. 14 duly filled and signed . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer and Deputy Chief Engineer , 
PWD, (Mechanical ), Thiruvananthapuram should reach in 


No. CE (MECH )/ T/42/2019- 20 . 12th March 2020. 

The Superintending Engineer and Deputy Chief 
Engineer, Mechanical, PWD , Irrigation Department, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e -tender in two cover system from 
qualified bidders for the " Consultancy work for NABL 
Accreditation & subsequent support for renewal to the 
testing laboratories of KHRI as per ISO /IEC 17025 :2017” . 

In accordance with respective specification as in 
tender schedule of this tender document, the 
tender is to be submitted as e -tenders through 
http :// etenders.kerala . gov. in . Since this is an e -tender, only 
those bidders who have enrolled in the above portal with 
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( 11) Other details if any required to be furnished in 

the special condition . 
(12) Tender Notice and Special condition of Tender 

duly signed . 


their own Digital Signature Certificate (DSC ) can 
participate in the tender. e - Tender document and other 
details can be obtained from the above portal. 

Cost of tender documents — * 2 ,000 + 5 % + 5 % 
as GST ( Total 2 ,200 ). 

Document sale starting date and time— 13 - 3 - 2020 at 
10 a . m . 

EMD (online payment) — 25 ,000 . 


Date and time of commencement of online bid 
submission — 13 -3 - 2020 at 11 a. m . 

Date and time of closing of online bid submission 
28 - 3-2020 at 5 p . m . 

Date and time of opening of technical bid 
30 - 3 -2020 at 2 .30 p . m . 

Date and time of opening of Financial bid — Will be 
intimated online to the firms who qualifies in the 
technical bid . 

Bidders shall remit the tender document fee 
and EMD using the online payment option of 
e -procurement system only. Bidders are advised to visit 
downloads section of e -procurement website 
http ://etenders.kerala . gov .in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility . In the bid , the following 
documents should be submitted by online. 

(1) BOQ duly filled up and signed . 
(2 ) Certificate of Company registration (ROC or 

MSME etc .) 
(3) GST Registration certificate 
(4 ) Copy of PAN Card 
(5 ) Income tax return copy for last 2 years 
(6 ) Completion certification of having undertaken 10 

NABL accreditation projects of which at least 2 
should be in alignment with the scope of 
Mechanical Testing Laboratories which 
undertakes the testing of construction materials 

like cement, steel, soil, bitumen etc . 
(7) Auditor training certificate (s) of qualification of 

consultant (s ) to be assigned to this project 

along with their profile. 
(8) E -payment from duly filled and signed . 
(9 ) Scanned copy of preliminary agreement executed 

in Kerala stamp paper worth 200 . 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening . The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope . The sealed envelope addressed to the 
Superintending Engineer and Deputy Chief Engineer, 
PWD , Mechanical, Thiruvananthapuram should reach in 
this office on or within 3 days after bid opening . The 
envelope should be superscribed with tender number, due 
date and name of work . 

Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer and Deputy Chief Engineer, PWD Mechanical, 
Olo the Chief Engineer, Mechanical, Thiruvananthapuram . 
If date fixed for opening happens to be a holiday or due 
to net failure the tender will be opened in the next 
working day at same time and place . 

Soon on opening of the technical bid of e-tender, the 
committee constituted will evaluate the technical aspects 
and operation video of the machine and bush cutter 
which has to be produced by the bidder. The date and 
time of opening of financial bid will be intimated directly 
to the firms who qualify in the technical bid . 

The Seconed cover financial bid will be opened on 
the intimated date in the presence of such bidders or their 
authorized representatives present at the prescribed time 
of opening before the Superintending Engineer and 
Deputy Chief Engineer, PWD , Mechanical, O /o the Chief 
Engineer, Mechanical, Thiruvananthapuram . 


The right to accept or reject of e -tender without 
assigning any reason is vested with the Superintending 
Engineer and Deputy Chief Engineer, Mechanical, PWD , 
Thiruvananthapuram . 


The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents. 


( 10 ) EMD exemption certificate (if any ) should be 

submitted online . 


Office of the Chief Engineer, 
Mechanical, 
Thiruvananthapuram . 


(Sd .) 
Superintending Engineer & 
Deputy Chief Engineer, 

Mechanical 
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Medical Education Department 

- പുനർദർഘാസ് പരസ്യം 


നമ്പർ സി3 - 29116 2019 സ . മെ . കോ . തി . 


2020 മാർച്ച് 4. 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് ആശുപ്രതി 
അ ന ് തേ ഷ്യാ ളജി MDICU വിഭാഗ ത്തി ലേക്ക് 
Artenal Cannula with seldinger technique -Radial And 
Artenal Cannula with seldinger technique-Femoral 
വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്നതിലേക്ക് നിശ്ചിത 

ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു മുകളിൽ ദർഘാസ് 
നമ്പർ എഴുതേണ്ടതും വ്യക്തമായി പൂരിപ്പിച്ച് വെട്ടിതിരുത്തലുകൾ 
ഇല്ലാതെ പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം-695 011 , കേരളം എന്ന വിലാസത്തിൽ 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ചവരുടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധി 
കളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. വൈകികിട്ടുന്ന 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

ദർഘാസ് സമർപ്പിക്കുവാൻ താൽപര്യമുള്ളവർ മെഡിക്കൽ 
കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം ആവശ്യമായ 
ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുക്കുന്ന പ്രകാരം തുക 
അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യാൻ പാടുള്ളതല്ല . ചെക്കുകൾ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡാഫ്റ്റ് 
എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 
ദർഘാസ് ഫോറം വി. പി . പി. ആയി അയയ്ക്കുന്നതല്ല. 

അടങ്കൽ തുക ? 1,84, 000 . 
നിരതദ്രവ്യം X 2,000 . 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം): 

ഒറിജിനൽ ? 678 ( 600 + 72 + 6). 
ഡ്യൂപ്ലിക്കേറ്റ് ? 336. 


Specifications for Aterial line seldinger Technique 

Radial 
1. Introducer needle 

a . Made of stainless steel 
b . Smoothly tapered hub transition for 

easy insertion of guide wire 
c. Integrated design , providing smooth 

transition from guide wire to needle 
and needle to catheter to ensure minimal 

trauma at puncture site 

d . Luer lock fitting 
2. Catheter made of FEP - For pressure 

transmission and good physical and mechanical 

properties of the material 
3. Smooth surface prevents thrombogenesis 
4. Special tip for easy insertion 
5 . FEP catheters have good gliding characteristics 

during insertion . 
6 . Colour-coded Luer lock -fittings 
7. Flexible straight tip 
8. Holes for suturing 
9 . Wing for fixation 
10 . Size: 3Fr. 


സാധനങ്ങളുടെ പേര് 


യൂണിറ്റ് 


ദർഘാസ് 

നമ്പർ 
121/2020 


1. Artenal Cannula with seldinger 40 Nos. 

- technique - Radial 
2. Artenal Cannula with seldinger 40 Nos. 

technique Femoral. 


ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അവസാന തീയതിയും 
സമയവും- 6 - 4 - 2020 , 3 മണി. 


Specifications for Aterial line seldinger Technique 

Femoral 
1. Introducer needle 
- a. Made of stainless steel 
b . Smoothly tapered hub transition for easy 

insertion of guide wire 
C . Integrated design , providing smooth transition 

from guide wire to needle and needle to 
catheter to ensure minimal trauma at 

puncture site 
d . Luer lock fitting 
2. Catheter made of FEP- For pressure transmission 

and good physical and mechanical properties 

of the material 
3. Smooth surface prevents thrombogenesis 

Special tip for easy insertion 
5 . FEP catheters have good gliding characteristics 

during insertion 
6. Colour-coded Luer lock - fittings 
7. Flexible straight tip 

8. Holes for suturing 
- 9. Wing for fixation 
10 . Size: 5Fr 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും- - 7 - 4 - 2020, 2. 30 മണി. 


+ ് 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
7 - 4 - 2020 , 3 മണി. 

ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
31- 3 - 2020. 

- കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി സമയത്ത് ഈ ഓഫീസിൽ 
അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ടെണ്ടർ നടപടികൾ 
മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ നിർത്തിവയ്ക്കുന്ന 
തിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ നിക്ഷിപ്തമാണ്. 
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TENDER SCHEDULE 


1. The period for which the rates to be in firm 

One year. 
2. The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered . 
4. Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances . 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 
Manuscripts should be avoided as far as possible . 


15. Specifications of the items are given in the list. 
16. Negotiation will be made only with the firm 

offering lowest price whose specification conform 

to the requirements in the tender notification . 
17 . Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

| authorization letters . 
18 . More details can be had from this office on 

working hours. 
19. Amount quoted should be in Indian Rupees. 


Govt. Medical College, 
Thiruvananthapuram . 


(Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


6 . Tenders should be accompanied with a formal 

agreement executed in * 200 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits . 
7. Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College , 

Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


[ നമ്പർ 132 / 2020) 
നമ്പർ സി1, 7379 /2020 / ജി. എം . സി . റ്റി. - 2020 മാർച്ച് 12. 
- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് വി . ആർ. ഡി.എൽ. 
(VRDL ) വിഭാഗത്തിലേക്ക് ആവ ശ്യ മായ Consumables 
(കൺസ്യൂമബിൾസ്) വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്ന 
തിലേക്ക് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു 
മുക ളിൽ ദർഘാസ് നമ്പർ എഴു തേ ണ്ടതും വ്യക്ത മായി 
- പൂരിപ്പിച്ച് വെട്ടിത്തിരു ത്ത ലുകൾ ഇല്ലാതെ പ്രിൻസിപ്പൽ, 

മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം-695 011, കേരളം എന്ന 
വിലാസത്തിൽ അയക്കേണ്ടതുമാണ്. ദർഘാസുകൾ താഴെ 
ചേർത്തിരിക്കുന്ന തീയതികളിലും സമയത്തും അപ്പോൾ 
ഹാജ രാ യിട്ടുള്ള ദർഘാസ് സമർപ്പിച്ച വ രു ടേയോ അവർ 
ചു മ ത ല പ്പെ ടു ത്തി യിട്ടുള്ള പതി നി ധി ക ളു ടെ യോ 
സാന്നിദ്ധ്യ ത്തിൽ തുറ ക്കു ന്ന താ ണ് . വൈകി കിട്ടു ന്ന 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . 

- ദർഘാസ് സമർപ്പിക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീക രിക്കുന്ന ത ല്ല . ദർഘാസ് ഫോറം വി . പി . പി . യായി 
അയയ്ക്കുന്നതല്ല. 

അടങ്കൽ തുക ? 4, 00,000. 
നിരതദ്രവ്യം ? 4,000. 


9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 


11. Belated tenders will not be considered under any 


circumstances. 


വ 


12. For Medicines, Surgicals and Materials, Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection . 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ): 


13. Tenders should bear the signature and full postal 

address of the tenderers wherever necessary . 


ഒറിജിനൽ ? 1,356. (1,200 +144 +12 ) 


ഡ്യൂപ്ലിക്കേറ്റ് 7 678. 


14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 
information to the tenderers . 


- ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അ വ സാ ന 
തീയതിയും സമയവും 25 - 3- 2020 , 3 മണി. 
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ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
m0001026 -3 -2020, 2.30 26 . 


Bôrelom 0000m 000lojo moon10 — 26 - 3 - 2020, 
3 eml. 

- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 
31 - 3 - 2020 . 


കൂടു തൽ വിവ ര ങ്ങ ൾ പവ്യ ത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ദർഘാസ് 
നട പടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വ യ്ക്കു ന്ന തി നോ 
നിർത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
Mlauljom . 

List of Items 


Sl. 


Items 


Itoms 


Specifications 


No . 


Quantity 


1 


2 


3 


4 


TENDER SCHEDULE 
1. The period for which the rates to be in firm , 

One year. 
2 . The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3 . Advance payments conditions will not be 

considered . 
4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5 . Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6 . Tenders should be accompanied with a formal 

agreement executed in 200 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 
Earnest Money Deposits ( one percentage) of 
the total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College , 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders . 
9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 
For Medicines, Surgicals and Materials , Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection . 
Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 

information to the tenderers . 
15 . Specifications of the items are given in the list. 
16 . Negotiation will be made only with the firm 

offering lowest price whose specification conforms 

to the requirements in the tender notification . 
17. Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

authorization letters . 
18. More details can be had from this office on 

working hours. 
9 . Amount quoted should be in Indain Rupees 


5 


N95 masks 3M safe guard (25 20 pkts . 

pcs/pkt.) 
Nitrile gloves Disposable nitrile 

10 pkts. 
gloves ( 100pcs/ pkt.) 
Viral transport Specific for transporting 10 Nos. 
medium 

viral samples and 
maintaining its viability 

(50 pcs/pkt.) 
15ml centrifuge Sterile conical bottom 1pkt. 
tubes 

Centrifuge tubes 

(500 pcs/pkt.) 
1.5ml Micro Autoclavable and 

2pkts. 
Centrifuge Molecular biology 

grade ( 500 pcs/pkt.) 
Optical 8 cap Specific for real time 2pkts. 
strips 

PCR (ABI 7500 Fast DX ) 

( 300 strips ) 
Optical 8 tube Specific for real time 3pkts . 
strip 0 . 1ml. PCR (ABI 7500 Fast DX ) 

( 125 strips) 
1x20 ul Graduated filter tips, 2 Nos. 
micropipette autoclaved and molecular (10 boxes/ 
filter tips biology grade 

pack ) 
1x200 ul Graduated filter tips, 2 Nos . 
micropipette autoclaved and molecular ( 10 boxes/ 
filter tips biology grade 

pack ) 
1x1000 ul Graduated filter tips, 2 Nos . 
micropipette autoclaved and molecular (8 boxes/ 
filter tips biology grade 

pack ) 
Storage boxes Specific for sample storage 1 pkt. 
in deep freezer (25 places ) (25 pcs/ 

pkt) 
Micro Amp Specific for real time 2 pkts. 
Optical 96 well PCR (ABI 7500 Fast DX ) 
plate (0 .1ml) 


7 


8 


9 


10 


11 


12 
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- [ നമ്പർ 133 / 2020) 
നമ്പർ സി 217518 / 2020 ജി . എം . സി . റ്റി . 

2020 മാർച്ച് 12. 
- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് മെഡിക്കൽ കോളേജ് 
ആശു പ്രതി എം . സി . എച്ച് ഫാർമസി മെയിൻ സ്റ്റോർ 
വിഭാഗ ത്തിലേക്ക് സർജിക്കൽ കൺസ മ ബിൾസ് ആന്റ് 
ഡിസ് പോ സ ബിൾ സ് ( Mask , Apron, PPE Kit etc . ) 
വാങ്ങുന്നതിലേക്ക് വിതരണം ചെയ്യുന്നതിലേക്ക് നിശ്ചിത 
ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു മുകളിൽ ദർഘാസ് 
നമ്പർ എ ഴു തേ ണ്ട തും വ്യക്ത മായി പൂരിപ്പിച്ച് വെട്ടി 
ത്തിരുത്തലുകൾ ഇല്ലാതെ പ്രിൻസിപ്പൽ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം- 695 011, കേരള എന്ന വിലാസത്തിൽ അയയ് 
ക്കേണ്ട തു മാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിരിക്കുന്ന 
തീയതികളിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ച വ രു ടേയോ അവർ ചുമ ത ല പ്പെ ടു ത്തിയിട്ടുള്ള 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
വൈകി കിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീക രിക്കുന്ന ത ല്ല . ദർഘാസ് ഫോറം വി . പി . പി . യായി 
അയയ്ക്കുന്നതല്ല . 

അടങ്കൽ തുക 4,99,999 . 
നിരതദ്രവ്യം ? (1 % ) 4, 999. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം): 

ഒറിജിനൽ ? 1,696. 

ഡ്യൂപ്ലിക്കേറ്റ് ? 848. 
ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അ വ സാ ന 
തീയതിയും സമയവും 25 - 3 - 2020 , 3 മണി. 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 26 - 3- 2020, 2.30 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 26- 3 - 2020 , 
3 മണി. 

ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 
31- 3 - 2020 . 

കൂടു തൽ വിവ ര ങ്ങ ൾ പവൃത്തി സമയത്ത് ഇ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ദർഘാസ് 
നട പ ടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കു ന്ന തി നോ 
നിർത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമാണ്. 


TENDER SCHEDULE 
1. The period for which the rates to be in firm 

One year. 
2 . The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3 . Advance payments conditions will not be 

considered . 
4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5 . Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 

Manuscripts should be avoided as far as possible. 
6 . Tenders should be accompanied with a formal 

agreement executed in 7 200 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits . 
7. Earnest Money Deposits (one percentage ) of 

the total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 

attested copies of relevant certificate along with 
| their tenders . 
9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 
12. For Medicines, Surgicals and Materials , Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13. Tenders should bear the signature and full postal 

address of the tenderers wherever necessary . 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 

information to the tenderers. 
15. Specifications of the items are given in the list. 
| 16 . Negotiation will be made only with the firm 

offering lowest price whose specification conforms 

to the requirements in the tender notification . 
17 . Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

authorization letters . 
18. More details can be had from this office on 

working hours . 
19 . Amount quoted should be in Indain Rupees 


സാധനങ്ങളുടെ പേര് 


അളവ് 


1. Disposable Surgeon s Mask 

100000 Nos. 
(Double Layered ) 
2. Disposable Mask - Tripple layered 20000 Nos. 
3 . Sodium Chloride injection 0 .9 % (500ml) 10000 Nos . 
4. N95 Mask 

1000 Nos. 
5 . PPE Kit 

300 Nos . 
6 . Disposable Apron ( Large ) 

1000 Nos. 


Govt . Medical College, 
Thiruvananthapuram . 


(Sd .) 
Principal. 


Gaz . No. 12/ 2020/DTP (Stores Purchase ). 
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Printing Department 

e- TENDER NOTICE 


No . 139 /2019 -20 . 


7th March 2020 . 


The bidder should prepare the Specification 
Compliance statement in the following proforma and 
upload it duly signed . The Specification - Compliance 
Statement should contain all the details in the 
Departmental Technical Specification /General Conditions 
and the compliance to the same be properly marked and 
deviation if any shall be marked in the compliance 
statement. 

Specification -Compliance Statement for e -tender 


Sl. 
No. 


Details of 
Departmental 

artmental 
Technical 
Specifications 
and general 
condition 


Details of the 

Product 
offered 


Deviation from 
Departmental 

Technical 
Specification 

if any 


2. The bidder should prepare a statement of 

compliance to the General Conditions stipulated by 
the Department and upload it duly signed . 


3. Brochure of the product intended to supply . 


4 . Work Experience Certificate, O .E .M . Authorisation 

Letter and other relevant details . 


e - Tender in two cover system are invited from 
competent manufacturers/ suppliers or their authorised 
dealers with adequate stock and spares and repair 
capabilities for the supply of two Nos. of Programmable 
Paper Cutting Machine (45 inch ) as per the 
Specifications of this Department. The tender is to be 
submitted as e - tender through the web portal 
https://e - tenders, kerala . gov. in . Since this is an e -tender 
only those bidders who have enrolled in the above portal 
with their own Digital Signature Certificate (DSC ) can 
participate in the e -tender. e- Tender document and other 
details can be obtained from the above e - portal. 

The tender has two parts : 

1. Technical Bid 
2. Financial Bid (BOQ ) 
Tender No. with PAC - e - Tender No. 139 /2019- 20 /SN — 
90 Lakhs. 

Date of pre-bid meeting — 13 -3- 2020 , 11. a.m . 
Starting date of bid submission — 10 -3-2020 . 

Last date and time of receipt of e-tender — 24 -3 - 2020 , 
5 p.m . 

Closing date and time of e-tender — 24 -3 -2020, 5 p. m . 
Date and time of opening of e - tender. 

1. Technical Bid - 26 -3 - 2020 , 11 a . m . 

2. Financial Bid 
Cost of e- tender (Online Submission ) — 13 ,500 . 
EMD — 1 % of PAC in online payment 90 ,000 . 

Security Deposit — 5 % of total contract amount 
as per rules to be furnished as Bank Guarantee of a 
Scheduled Bank . 

Period of Supply — Within 90 days of receipt of 
Supply Order . 

The tender has two covers: 

• Technical Cover 

• Financial Cover 
A . Technical Cover 

The first cover i.e ., the technical cover shall be 
uploaded with the following document. 
1. Technical details 

Detailed technical specification of the product 
offered , Compliance Statement in the given proforma 
along with diagrams of machine intended to supply. 


5. Scanned Copy of the agreement in the prescribed 

Format in Kerala Stamp Paper worth 200 . 


6 . Declaration in Stamp Paper worth 200 that the firm 

is not black listed , in the prescribed form . 


Pre-bid Meeting 


A . Pre - bid meeting will be held at Direcorate 

of Printing , Thiruvananthapuram on the date 
and time as mentioned above . Bidders can 
participate in the pre - bid meeting and 
clarify their doubts , if any. They can clarify 
their doubts by sending an email to 
sgp . printing @ kerala . gov.in and by 
contacting the Superintendent of 
Government Presses, Thiruvananthapuram in 
Phone Number: 0471- 2331458 . 


B . Financial Cover 


The second cover i.e ., the financial cover shall 
contain the filled up BOQ in the standard 
proforma. Selection will be based on the 
guidelines given in the stores purchase manual. 
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Technical Specifications 


Safety Features 


PROGRAMMABLE PAPER CUTTING MACHINE (45 INCH ) 


: 1150 mm 


1. Two hand cut release. 
2. Light barrier system . 

Machine self diagnosis . 

Finger protection for pressure clamp. 
5. Ease and safety for knife changing . 


; 1150 mm 
: 165 mm 
: 4KN 
: 40KN 


General Conditions 


Specifications 

Cutting width 
Feeding Depth 
Feeding height , max . 
Clamp Pressure, min . 
Clamp Pressure , max . 
Maximum Backgauge 
advance speed 
Smallest cut, (automatic) 
without false clamp 
Smallest cut, (automatic ) 
with false clamp 
Speed of mechanical cut 
(knife strokes/min .) 
Dimension 


: 300 mm /sec 


: 27 mm 


Compliance to the following general conditions 
should be marked as Yes/No against each , and signed 
underneath , by the bidder, Documents in proof of the 
compliance should also be uploaded . 
$l. Description of the condition 

Yes/No. 
No. 

to be complied 
(1) 

(2 ) 


: 95 mm 


: 42 
: To be specified 

by the firm 
: To be specified 

by the firm 


Firms and suppliers with valid certificates 
are exempted from the EMD / Security 
Deposit as per G .O . ( P ) No. 3 /2013/SPD 
dtd . 21 -6 - 2013. 


Weight 


Essential Features 


1 (a ) Whether document in proof of the 

same is attached herewith . 


1. 


Central lubrication system . 


2 


All the technical specification should be 
mentioned clearly by the bidder. 


2 (a ) Whether document in proof of the 

same is attached herewith . 


3 


Machine offered should be standard , branded , 
and proven product and available in the market 
3 (a) Whether document in proof of the 

same is attached herewith . 
Only manufacturing firms (OEMs) or their 
authorized dealers are eligible to participate 
in the tender. 


4 


2 . Magnetic clutch and brake system /Hydraulic 

drive , for knife movement. 
3. Optical cutting line. 
4 . Air table for easy handling of bulky stocks. 
5. High grade stainless steel bed /Chrome plated 

bed with ultra smooth surface . 
6 . Minimum 8 inch colour LCD touch panel. 
7. Character entry through touch panel. 
8 . Alam function for knife change and oil change . 
9. Minimum 10 key presets for cutting date. 
10. Programming of back gauge with variable speed . 
11. Clamp timer facility to set delay in the lift 

of the clamp. 
12. Backgauge should be precisely positionable by a 

servo -motor drive to get a positioning accuracy 

of the order of 0 .01 mm . 
13. Cutting accuracy : Maximum allowable 

variation of + / - 0 .01 mm in the total cutting 

length of paper. 
14 . CIP3/CIP4 compliant. 
15. Knief drive : Double arm drive, preferably. 


4 (a ) Whether proof that the firm is the 

OEM /Authorized Dealer of the OEM 
is attached . 


5 


Manufacturing firms should have preferably 
ISO 9001 quality certificate. 
5 (a ) Whether ISO 9001 quality certificate 

is attached herewith . 
Dealers should have minimum five years 
experience of trading in the same brand 
6 (a ) Whether document in proof of the 

same is attached herewith 


6 
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( 2 ) 


( 1) 


(2) 


( 3) 


15 


Required accessories/Spares/ Tools for 
installation should be taken care of by the 
bidder. 


16 


Catalogues/Operation Manuals /Spare parts 
manuals along with all technical details 
of the machine should be produced by the 
successful bidder at the time of supply of 
the machine /equipment. 
Installation and trial run should be carried 
out by the supplier at the specified Govt. 
Press at his own cost whether consumables 
required for the trial run , if any be provided 
by the supplier. If not, the details of the 
requirement should be intimated to the 
Department at the time of confirmation of 
supply order itself without fail. 


8 


18 


19 


Service centres in Kerala for prompt after 
sales service is preferred . Details of nearest 
Service Centres with Address and contact 
telephone numbers and e -mail address should 
be submitted . Response time for a service 
call should be specified . 
7 (a ) Whether details of nearest Service 

Centres with Address and contact 
telephone numbers and e -mail address 

submitted . 
7 (b ) Whether response time for a service 

call is specified 
Brochure containing the details of the 
equipment and technical specifications 
should be uploaded . All the technical specifi 
cations should be mentioned clearly by the 
bidder and any deviation should be brought 
out clearly . 
Warranty conditions should include the 
following : ( 1 ) Warranty period of the 
machine/ equipment should be minimum 
1 year and the warranty should include 
all the spare parts and labour charges 
complete . (2 ) Spares and services should 
be available through the expected life time 
of the machine/equipment. 
9 (a ) Whether warranty conditions of the 

bidder (in case different from the 

above ) is enclosed herewith . 
Bidder should produce documentary 
evidence the following. 
10 (a ) Govt. supplies made by them for the type 

of machine /equipment tendered . 
10 (b ) Performance certificate from reputed 

customers for the type of machine/ 

equipment tendered . 
The manufacturer should provide a list of 
machines (of the type tendered ) sold by 
them in Kerala with customer details . 
Demonstration of the machine should be 
arranged by the manufacture / authorized 
dealer, if needed for making a proper 
technical decision regarding buying. 
Supervisors /Operators are decided by the 
Department should be adequately trained 
free of cost by the bidder after successful 

installation of the machine/equipment. 
Pre - installation requirement including the 
required foudations , cabling, electrical if 
any should be intimated by the successful 
bidder immediately after confirmation of the 
supply order . Necessary layout and 
Foundation Drawings also should be furnished . 


10 


20 


The supplier shall undertake that the 
firm has never been blacklisted by any 
Government/ Quasi Government firm in 
India and no case is pending against the 
firm . This should also be made clear 
in the tender as preliminary undertaking 
(as per the affidavit format enclosed to 
be executed in Kerala Stamp Paper 
worth 200). 

The delivery period should be specifically 
mentioned in the tender. Any abnormal 
delay by the supplier in delivery/ 
commissioning etc. attract compensation and 
penalty by the supplier or action decided 
by the purchasing officer. 
Details of the machine offered such as 
Brochures , drawings if any, video CDs 
demonstrating the operation etc . should be 
brought at the Pre bid meeting and any 
deviation from the technical specifications 
should be clarified and got approved by the 
purchaser s technical authorities. 
During the erection / commissioning or 
while performing in the guarantee period , 
if the machine supplied is found defective , 
improper or not as per the specifications 
or of inferior quality , of is not otherwise 
in accordance with the contract, then the 
Department of Printing shall intimate this 
fact in writing to the supplier for 
rectification / replacement of such 
defective machines at their own cost to 
the entire satisfaction of the purchase 
officers. In the event of their failure to 
do as above department reserves the right 
to carry out such repair work at the risk 
and cost of defaulted supplier. 


11 


12 


13 


14 . 
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(1) 


- ( 2) 


ദർഘാസ് പരസ്യം 


22 


Rate quoted should be valid for a period 
of minimum 6 months. 


Rates quoted should be inclusive of 
all taxes /charges , loading , unloading 
transportation , erection and commissioning 
charges. 
AMC (after warranty period ) details should 
be specified . Specify the year-wise rates 
for a period of 5 years after warranty period . 


24 - 


24 ( A ) Whether year-wise rates as above 
is submitted herewith . 


നമ്പർ 141 / 2019- 20. 

- 2020 മാർച്ച് 12. 
-- സർക്കാർ അച്ചുകൂടങ്ങളിലേക്ക് ഇലക്ട്രിക്കൽ ഐറ്റംസ് 
വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . ദർഘാസുകൾ 27 -3- 2020 ഉച്ചയ്ക്ക് 1 മണി വരെ 
സ്വീകരിക്കുന്നതും അന്നേ ദിവസം 3 മണിക്ക് ദർഘാസു 
കാരുടെയോ അവർ ചുമതലപ്പെടുത്തിയ ഏജന്റുമാരുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതുമാണ്. ദർഘാസ് അയയ്ക്കുന്ന 
കവറിനുമുകളിൽ “ദർഘാസ് നമ്പർ 141/2019 - 20, ഇലക്ട്രിക്കൽ 
ഐറ്റംസ് വിതരണം സംബന്ധിച്ച് എന്ന് ഉപലേഖനം 
ചെയ്തിരിക്കണം. താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . 

അടങ്കൽ തുക ? 2,98, 000. 

ദർഘാസുകൾ നിർദ്ദിഷ്ട ഫോറത്തിൽ സാമ്പിൾ സഹിതം 
സമർപ്പിക്കേണ്ടതാണ്. ദർഘാസ് ഫോറങ്ങൾ ? 600 + G S . T. 
12 % നിരക്കിലും ഡ്യൂപ്ലിക്കേറ്റ് X 300 + G. S. T. 12 % നിരക്കിലും 
തിരുവനന്തപുരം ഗവൺമെന്റ് സെൻടൽ പ്രസ്സിൽ നിന്നും 
നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
ചെക്ക്, ഡിമാന്റ് ഡ്രാഫ്റ്റ്, പോസ്റ്റൽ ഓർഡർ, തപാൽ സ്റ്റാമ്പ് 
എന്നിവ സ്വീക രി ക്കു കയോ ഫോറം വി . പി . പി . ആയി 
അയയ്ക്കു കയോ ചെയ്യു ന്ന തില്ല . ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യുവാൻ പാടില്ലാത്തതാണ്. ? 200 വിലയുള്ള 
കേരള സർക്കാർ മുദ്രപ്പത്രത്തിൽ എഗ്രിമെന്റും മൊത്തം 
തുകയുടെ 1 % നിരതദ്രവ്യവും ദർഘാസിനോടൊപ്പം സമർപ്പിക്കേ 
ണ്ട താ ണ് . അ ല്ലാ ത്ത വ യാതൊരു കാര ണ വ ശാലും 
സ്വീകരിക്കുന്നതല്ല . 


25 


26 


Any document/certificate required from us 
for delivery of machines should be 
specified in advance . 
The department has every right to reject the 
tender at any time during the tendering 
process if any violation of any of the tender 
conditions is noticed . 


27 


Tender evaluation will be done purely on 
the basis of the documents submitted by 
the bidder online and no document submitted 
afterwards will be considered for evaluation . 
Hence, all documents which the bidder feels 
necessary for the evaluation of the tender 
should be submitted online. A copy of all 
documents submitted online should reach 
the office of the Purchaser before the 
technical bid opening time of the tender. 
All rules and regulations of the tender shall 
be in accordance with the Store Purchase 
Manual of the Government of Kerala . 


No. 141 /2019- 20 . 


12th March 2020 . 


28 


29 


| Payment condition : 90 % of the total 
payment will be paid after satisfactory 
installation of the machine/equipment 
and the balance 10 % will be paid after 
the production of report that the 
machine /equipment is working 
satisfactorily . 


Sealed tenders superscribed as Tender No . 141/2019 -20 
for the supply of Electrical items is invited by the 
undersigned . The tenders along with samples should 
reach this office on or before 27 - 3- 2020 at 1 p . m . and the 
same will be opened at 3 p . m . on the same day in the 
presence of tenderers or their authorized representatives 
who may be present at that time. Tenders shall be 
submitted in the prescribed form which can be had from 
the office of the undersigned on cash payment of 600 
+ GST @ 12 % for original form and X 300 + GST @ 12 % 
for duplicate. Cheques, Demand Draft, Postage Stamps, 
Postal Orders etc. will not be accepted towards the cost 
of forms, nor will the forms be sent by V. P. P . The tender 
forms are not transferable . Sale of tender forms will be 
closed at 1p. m . on 27 - 3 - 2020 . An agreement in Kerala 
Stamp Paper worth X 200 should be executed along with 
the tenders. Late tenders and tenders not accompanied 
by Earnest Money Deposit @ 1 % of total cost and 
preliminary agreement in Kerala Stamp Paper worth ? 200 
will not be accepted on any accounts. 

PAC - X 2,98, 000 


Note : — Each row of the above table should be filled up 

clearly with Yes /No as applicable, by the bidder, 
otherwise the tender liable to be rejected . 


Office of the Director of Printing , 
Govt. Central Press , 

( Sd .) 
Thiruvananthapuram. Superintendent of Govt. Presses. 


Gaz . No. 12 /2020 /DTP ( Stores Purchase ). 
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SPECIFICAITIONS OF THE ITEMS 


Technical Education Department 


195 Nos. 


535 Nos. 


| 


148 Nos. 
107 Nos. 


ദർഘാസ് പരസ്യം 

[ നമ്പർ 3 /2019- 20) 
നമ്പർ ഡി 2324 /2019/ സി .എഫ് . എ . 

2020 മാർച്ച് 4. 
തിരുവനന്തപുരം കോളേജ് ഓഫ് ഫൈൻ ആർട്ട്സിലേക്ക് 
- 50 ലിറ്ററ് കപ്പാ സിറ്റി ഉള്ള വാട്ടർ പ്യൂരിഫ യർ 
Hot- Cold - Normal വാങ്ങുന്നതിന് ഭാരതത്തിലെ അംഗീകൃത 
ഉൽപ്പാദകരോ വിതരണക്കാരോ ആയവരിൽനിന്ന് മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക 1,98,000 . 


| 


| 


1. Fluorescent Tube 2 feet ( 20 watts) - 

Philips 
2 . Starter for Fluorescent Tube 

(Philips) 
3. Capacitor 2.5 MFD (Keltron ) 
4. Capacitor 3.15 MFD (Keltron ) 
5. MCB 3 pole 32 AMPS ( Crablee) 
6 . PVC copper wire cable (1.0mm ) 

| 1mm (copper wire) 
7. PVC copper wire (1.5 Sqmm ) 

(V. Guard ) 
8. 5 Pin Socket (5/6 AMPS ) ( Colours ) - 
9. LED tube set 18/20w (2000 Lumens) – 

Philips 
10. LED Bulb 5 w (Havels ) 

- 


5 Nos. 


| 


2 Nos. 


നിബന്ധനകൾ 


| 


5 Nos. 


78 Nos. 
396 Nos. 


10 Nos. 


11. Insulation tape (Biocon ) 


203 Nos. 


- 


2 Nos. 


12. Three core cable (1 sq .mm ) (PVC ) 

Havels 


13. Plastic wire ( 1 sq.mm ) 


2 Nos. 


14 . Fluorescent Tube 4 feet (40w ) Philips — 
15. One way switch 16 AMPS 

- 


939 Nos . 
34 Nos. 


1. ദർഘാ സിൽ കാണിച്ചി രി ക്കുന്ന വില നിര ക്ക് , 
എല്ലാവിധ നികു തി കളും തീരു വ കളും ഈ 
സ്ഥാപ ന ത്തിൽ ടി സാധനങ്ങൾ സ്ഥാപിച്ച് തരുന്ന 
ചെലവും ഉൾപ്പെടെ ആയിരിക്കേണ്ടതാണ്. 
2. സമർപ്പിക്കുന്ന ദർഘാസ് പൂർണ്ണ മായ സാങ്കേതിക 
വിവരങ്ങളും വില്പനാനന്തര സേവന വ്യവസ്ഥകളും 
ഉൾപ്പെടുന്നതായിരിക്കണം. 
3. സാധ ന ങ്ങ ൾ അ വ നൽകു ന്ന വ രുടെ ചെല വിൽ 

കോളേജിൽ സ്ഥാപിച്ചു നൽകേണ്ടതും ഇവയുടെ 
പ്രവർത്തനരീതിയെപ്പറ്റി വിശദീകരിച്ച് നൽകേണ്ടതുമാണ്. 
4. താത്പ ര്യ മു ള്ള വർ കോളേജ് ഓഫീസിൽ നിന്നും 
? 400 + GST രൊക്കം നൽകി നേരിട്ടോ ? 500 + GST 
മണിയോർഡർ ആയി ഒടുക്കി തപാൽമാർഗ്ഗമോ ദർഘാസ് 
ഫോറങ്ങൾ വാങ്ങാവുന്നതാണ്. ടി തുക യാതൊരു 
കാരണവശാലും മടക്കി നൽകുന്നതല്ല . ദർഘാസിനോടൊപ്പം 
? 200 മുദ്രപത്രത്തിൽ എഗ്രിമെന്റ് വയ്ക്കേണ്ടതാണ്. 
ദർഘാസ് ഫോറ ത്തിന്റെ വില്പന 24 - 3 - 2 0 2 0 - ന് 
3 മണിക്ക് അ വ സാ നി ക്കു ന്ന താ ണ് . ദർഘാസ് 
സ്വീകരിക്കുന്ന അവസാന തീയതി 25 -3 - 2020 - ന് വൈകിട്ട് 
3 മണിവരെ ആയിരിക്കും. 26 -3 - 2020 രാവിലെ 11 മണിക്ക് 
ദർഘാസുകാരുടെ സാന്നിദ്ധ്യത്തിൽ വച്ച് ദർഘാസുകൾ 
തുറക്കുന്നതായിരിക്കും. 
5. ദർഘാസ് അടക്കം ചെയ്ത ക വ റിന് പുറത്ത് 
ടെൻഡർ നമ്പർ 03| 2019 - 20 എന്നും തിരുവനന്തപുരം 

ഫൈൻ ആർട്ട്സ് കോളേജിലേക്ക് വാട്ടർ പ്യൂരിഫയർ 
നൽകുന്നത് സംബന്ധിച്ച് എന്നു രേഖപ്പെടുത്തിയി 
രിക്കണം. ദർഘാസിനോടൊപ്പം മൊത്തം തുകയുടെ 
1 % നിര ത ദ വ്യം “ പിൻ സിപ്പാൾ, കോളേജ് ഓഫ് 

ഫൈൻ ആർട്സ്, തിരുവനന്തപുരം എന്ന പേരിൽ 
ഡിമാന്റ് ഡ്രാഫ്റ്റ്, എസ്. ബി. റ്റി. ഡിസ്ട്രിക്ട് ട്രഷറി 
ബ്രാഞ്ചിൽ മാറ്റി എടുക്കാവുന്ന വിധത്തിൽ നൽകേണ്ട 
താണ്. 


General Conditions 


1. The rate quoted should be inclusive of all 

taxes , transportations, loading and unloading 
expenses for Government Central Press , 

Thiruvananthapuram- 695 001 . 
2 . The item should be supplied within 7 days on the 

receipt of confirmation 
3. The payment will be made only after satisfactory 

receipt and survey reports . 
4. Bank details should be furnished in the Bill. 
5 . The rates should be valid upto 31 -3 - 2020 . 


The purchaser has the right to cancel the supply 
order at any time without assigning any reason . 


6. നിശ്ചിത ദിവസത്തിനുശേഷം ലഭിക്കുന്ന ദർഘാസുകൾ 
നിര സി ക്കു ന്ന താ ണ് . അപൂർണ്ണവും ആവശ്യമായ 
നിരതദ്രവ്യം കെട്ടിവെയ്ക്കാത്തതും നിശ്ചിത ഫോറത്തിൽ 
അല്ലാത്തതുമായ ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. 
കാരണം വ്യക്ത മാ ക്കാതെ തന്നെദർഘാസ് 
സ്വീക രി ക്കു ന്ന തിനും നിരസി ക്കു ന്ന തി നു ള്ള 
അധികാരം പിൻസിപ്പാളിൽ നിക്ഷിപ്തമാണ്. 


Office of the Director of Printing , 
Government Central Press , 
Thiruvananthapuram . 


| ( Sd.) 
Superintendent 
of Govt. Presses. 
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[03 /2019- 20 ] 


SCHEDULE OF MATERIALS 


No . D /2324 /2019/CFA . 


4th March 2020 . 


Sl. Specification Quantity Unit Rates 


Total Remarks 


No 


2 


No. 99,000 1,98 ,000 


Sealed competitive tenders are invited from the 
reputed manufacturers and their authorized dealers for the 
supply of Water Purifier Hot- Cold -Normal with a tank 
capacity of 50L in College of Fine Arts , Kerala , 
Thiruvananthapuram . 


1 Water Purifier 
with 50 L Tank 
Capacity Hot 

Cold -Normal 
Water Supply 


Estimated Cost — 1, 98 ,000 (Rupees One Lakh Ninety 
Eight Thousand only ). 


Whether samples essentail: Detailed brochure with 
previous track record . 


CONDITIONS 
(1) Rate quoted should be inclusive of all taxes and 

transportation charges of the materials mentioned 
above the place of installation . 


Period within which goods should be delivered : 
within 3 months on acceptance of Tender Rates should be 
quoted for delivery f.o.r 31-3-2020 


..................at Department Stores 


Other special conditions: 


1. On site repair and maintenance warranty for “3 years. 


2. Replacement warrantey for 1 year on technical fault of 

the purifier . 


Office of the Principal , 
College of Fine Arts, 
Thiruvananthapuram . 


( Sd .) 
Principal. 


(2) Tender may be furnished full technical details and 

the details of after sales service available . 
(3) The item should be installed at the place 

prescribed at the cost of the suppliers. 
The supplier should give assistance to the staff 
for performing the operation of the equipment 
installed . Intending tenderers may obtain the 
tenders from the Principal, College of Fine Arts , 
Thiruvananthapuram by remitting 400 +GST @ 
12 % (Rupees Four Hundred + GST @ 12 % only) 
and for 500 (Rupees Five Hundred only ) for 
getting the forms by post. An agreement 
executed in Kerala Stamp Paper worth * 200 
should also be enclosed. The sale of tender form 
will be closed on 24 -3 -2020 , 3 p . m . Cheques , 
Postage Stamps, DD will not be accepted towards 
the cost of tender form . Last date or receipt of 
the tender will be on 25 - 3 - 2020 , 3 p . m . 


പുനർ ദർഘാസ് പരസ്യം 


[ DOUÔ 4 / 2019 - 20] 


MMO 2996 - 2237 /2019 . 

2020 OROLOGI 25. 
oumon 30 94 ) . 01. 21. 24) . Mbonod Cologlossmo 
കോളേജിലെ ഫിസിക്കൽ എഡ്യൂക്കേഷൻ ഡിപ്പാർട്ട്മെന്റിലേക്ക് 
കായിക വസ്തുക്കൾ നൽകുന്നതിന് മുദ്രവെച്ച കവറുകളിൽ 
മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

cosa 08 ma — 3,98,700. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
mO001027 - 3 - 2020 , 2 el. 


ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
me001028 - 3 - 2020, 11 em . 


(4 ) The tender should be superscribed as “ Tender 

No. 03 /2019 - 20 for the supply of Water Purifier 

For College of Fine Arts, Thiruvananthapuram . 
(5) The tender should be accompanied by an E .M .D . 

of * 1,980 by D .D . drawn in favour of the Principal , 
College of Fine Arts, Thiruvananthapuram to be 
encashed at the SBI, District Treasury Branch , 
Thiruvananthapuram . Late tenders will not be 
accepted . The tenders not in the prescribed form 
and without EMD and agreement will be rejected . 
The undersigned reserves the right to accept or 
reject. The tender will be opened on 26 - 3 -2020 , 
11 a . m . in the presence of tenderers or their 
authorized representatives who may be present at 
that time. 


Bôrelom 0000m opoloso moon1028 - 3- 2020 , 
m . 


3 


വിലകൾ നിശ്ചിതമായി നില നിൽക്കേണ്ട അ വ സാന 
0900130 -6 - 2020. 


- നികുതി അടക്കം അസ്സൽ ദർഘാസ് ഫോറ ങ്ങ ളുടെ 
ole 1,300 + 12 % 21. m .sl. 


650 + 12 % 


woon bôrem COD006333105 ole — 
31.94 . . 
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ദർഘാസ് ഫോറം തപാലിൽ ആ വ ശ്യ മു ള്ള വർ 
ഫോറത്തിന്റെ വില യോടൊപ്പം ? 50 അധികമായി മണി 
ഓർഡർ അയക്കേണ്ടതാണ്. മണി ഓർഡർ സ്വീകരിക്കുന്ന 
അവ സാന തീയതി 17 - 3 - 2020 ആയിരിക്കും. ദർഘാസ് 
ഫോറ ങ്ങൾ എല്ലാ പ്രവൃത്തി ദിവ സ ങ്ങ ളിലും രാവിലെ 
10 മണി മുതൽ വൈകുന്നേരം 2 മണി വരെ പോളിടെക്നിക്ക് 
ഓഫീസിൽ നിന്നും നേരിട്ട് ലഭ്യമാണ്. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല . ചെക്ക്, ഡാഫ്റ്റ് മുതലായവ 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 


Tenderer should send along with the tender as EMD of 
- 1 % of the total cost of article tendered by way of DD in 

favour of the Principal, MVGM Government Polytechnic 
College , Vennikulam together with an agreement duly 
filled , signed and executed in Kerala Stamp Paper worth 
3 210 . Tenders without agreement/EMD will be rejected. 
Detailed specification will be issued along with the tender 
form , tender forms are not transferable . 


LIST OF SPORTS ITEMS 


- Sl. 
- No . 


Items with Specification 


Quantity 
Required 


Football 


- ദർഘാസിനൊപ്പം സാധനങ്ങളുടെ മൊത്തം വിലയുടെ 
ഒരു ശതമാനം നിരതദ്രവ്യവും ? 210 വിലയുള്ള കേരള 
മുദ്രപത്രത്തിൽ ഒപ്പിട്ട ഉടമ്പടിയും സമർപ്പിക്കേണ്ടതാണ്. 
ഉടമ്പടിയും നിരതദ്രവ്യവും ഇല്ലാത്ത ദർഘാസുകൾ നിരുപാധികം 
നിര സിക്കു ന്ന താ ണ്. ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനു 
മുകളിൽ ദർഘാസ് നമ്പരും തീയതിയും രേഖപ്പെടുത്തേണ്ടതാണ്. 
ഉപകരണങ്ങളുടെ വിശദ വിവരങ്ങൾ ദർഘാസ് ഫോറത്തിനൊപ്പം 
ലഭിക്കുന്നതാണ്. 


Volleyball 


Basketball 


Badminton Racket 


[ No . 4/2019 - 20 ) 


Badminton Shuttle 


10 box 


Cricket full kit 


No . A6/ 2237/ 2019 . 


25th February 2020. 


Cricket ball 


10 case 


Cricket bat 


Sealed and competitive tenders are invited for the 
supply of Sports Items for use of Physical Education 
Department of MVGM Government Polytechnic College , 
Vennikulam as per the condition shown below . 


Hand ball 


Hockey stick 


Hockey ball 


2 case 


Tennis racket 


| Estimate Cost - X 3 ,98,700. 

Last date and time of sale of tender form 
27- 3- 2020 , 2 p . m . 

| Last date and time of receipt of tender - 28- 3 - 2020 , 
11 a . m . 


Tennis ball 


4 case 


Medicine ball 


Relay Batton 


Date and time of opening of tender - 28- 3- 2020, 
3 p. m . 


Period of firmness of rates — 30 -6 - 2020 . 


Marking Rope 
Measuring Tape 
Volleyball Net 


Cones 


Cost of tender forms including taxes for each tender 
is X 1 , 300 + GST 12 % for original and X 650 + GST 12 % for 
duplicate. Those who want the same by Registered Post 
should send * 50 extra for each tender. Cheque & 
Demand Drafts will not be accepted towards the cost of 
tender forms. 


Hammer 


White Powder 


2 Packet 


Bucket 


in 


Cricket Nets 


Cricket Mat 


Iron Roller 


The tender forms can be had from the Office of the 
Principal , MVGM Government Polytechnic College , 
Vennikulam , Pathanamthitta District on cash remittance on 
all working days between 10 a . m . to 2 p . m . up to 
27 -3 -2020 . Money Order as the cost of tender forms will 
be accepted up to 17- 3-2020 . Tender No . and date should 
be superscribed on envelope containing the tender. 


| M. V. G . M. Govt. Polytechnic 

College, Vennikulam , 
Pathanamthitta . 


( Sd.) 
Principal. 
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- ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 


[ No . 5 /2019 - 201 


[ നമ്പർ 512019 - 20) 


No . A6/ 1087 /2019 ( 1 ). 


25th February 2020 . 


നമ്പർ എ6- 108712019 ( 1). 


2020 ഫെബ്രുവരി 25. 


വെണ്ണിക്കുളം എം . വി. ജി. എം . സർക്കാർ പോളിടെക്നിക് 
കോളേജിലെ ആട്ടോമൊബൈൽഎഞ്ചിനീയറിംഗ് ലാബിലേക്ക് 
ഉപകരണങ്ങൾ നൽകുന്നതിലേക്ക്മുദ്രവെച്ച കവറുകളിൽ 
മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Sealed and Competitive tenders are invited for the 
supply of Equipment for the use of Automobile 
Engineering Lab of M . V .G .M . Government Polytechnic 
College, Vennikulam as per the condition shown below . 


Estimate Cost _ X 4,22,200. 


അടങ്കൽ തുക ? 4,22 ,200 . 


Last date and time of sale of tender form 


- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 27 - 3 - 2020, 2 മണി. 


27 - 3 -2020, 2 p . m . 


Last date and time of receipt of tender - 28- 3- 2020 , 


ദർ ഘാസ് സ്വീകരിക്കുന്ന അ വ സാന തീയതിയും 
സമയവും - 28 - 3 - 2020 , 12 മണി. 


12 Noon . 


Date and time of opening of tender - 28 - 3 - 2020 , 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 28 - 3- 2020 , 


2 മണി. 


2 p . m . 


വില കൾ നിശ്ചിത മായി നില നിൽക്കേണ്ട അവസാന 


Period of firmness of rates — 30 -6 - 2020 . 


തീയതി- -- 30 - 6 - 2020 . 


നികുതി അടക്കം അസ്സൽ ദർഘാസ് ഫോറ ങ്ങ ളുടെ 
വില ? 1,400 + 12 % ജി.എസ് . ടി. 


Cost of tender forms including taxes for each tender 
- is X 1,400 + GST 12 % for original and X 700 + GST 12 % for 

duplicate . Those who want the same by Registered Post 
should send 3 50 extra for each tender . Cheque & 


700 


+ 12 % 


പകർപ്പ് ദർഘാസ് ഫോറങ്ങളുടെ വില 
ജി.എസ്. ടി. 


Demand Drafts will not be accepted towards the cost of 


tender forms. 


The tender forms can be had from the Office of the 


- Principal , M . V . G. M. Government Polytechnic College, 

Vennikulam , Pathanamthitta District on cash remittance on 


ദർഘാസ് ഫോറം തപാ ലിൽ ആവ ശ്യ മു ള്ള വർ 
ഫോറത്തിന്റെ വിലയോടൊപ്പം ? 50 അധികമായി മണി 
ഓർഡർ അയക്കേണ്ടതാണ്. മണി ഓർഡർ സ്വീകരിക്കുന്ന 
അ വ സാന തീയതി 17 - 3 - 2020 ആയി രി ക്കും . ദർഘാസ് 
ഫോറ ങ്ങൾ എല്ലാ പ്രവൃത്തി ദിവ സ ങ്ങ ളിലും രാവിലെ 
10 മണി മുതൽ വൈകുന്നേരം 2 മണി വരെ പോളിടെക്നിക്ക് 
ഓഫീസിൽ നിന്നും നേരിട്ട് ലഭ്യമാണ്. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല. ചെക്ക്, ഡാഫ്റ്റ് മുതലായവ 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 


all working days between 10 a . m . to 2 p . m . up to 
27 - 3 -2020 . Money Order as the cost of tender forms will 
be accepted up to 17 - 3 - 2020 . Tender No. and date should 


- ദർഘാസിനൊപ്പം സാധനങ്ങളുടെ മൊത്തം വിലയുടെ 
ഒരു ശതമാനം നിരതദ്രവ്യവും ? 210 വിലയുള്ള കേരള 
മുദ്രപ്പത്തിൽ ഒപ്പിട്ട ഉടമ്പടിയും സമർപ്പിക്കേണ്ടതാണ്. ഉടമ്പടിയും 
നിര ത ദ വ്യവും ഇല്ലാത്ത ദർഘാസുകൾ നിരുപാധികം 
നിര സിക്കു ന്ന താ ണ് . ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനു 
മുകളിൽ ദർഘാസ് നമ്പരും തീയതിയും രേഖപ്പെടുത്തേണ്ടതാണ്. 
ഉപകരണങ്ങളുടെ വിശദ വിവരങ്ങൾ ദർഘാസ് ഫോറത്തിനൊപ്പം 
ലഭിക്കുന്നതാണ്. 


be superscribed on envelope containing the tender . 
Tenderer should send along with the tender as EMD of 
1 % of the total cost of article tendered by way of DD in 
favour of the Principal, M. V. G. M. Government Polytechnic 
College , Vennikulam together with an agreement duly 
filled , signed and executed in Kerala Stamp Paper worth 
* 210 . Tenders without agreement EMD will be rejected . 
Detailed specification will be issued along with the tender 
form . Tender forms are not transferable . 


Gaz . No. 12 / 2020 /DTP ( Stores Purchase ). 
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Sl. 


Quantity 


(1) 


(2 ) 


( 3) 


Details of Items 
with Specification 


No. 


Items 


1 


(1) 


(2) 


(4 ) 


4 Butane 

Gas Blow 
Torch 


1 


1 Abel Flash Used for determination of the 

Point closed cup flash point of 
Apparatus petroleum products, their mixtures , 

other liquids and paints having 
flash point below 70°C . The 
apparatus consists of one brass 
cup and cover fitted with 
shutter mechanism test flame 
arrangement. Waterbath made 
of Copper material. Hand stirrer 
placed on waterbath . The machine 
designed as per IS - 1448 IP - 33, 
170 standards . 


This mini manual ignition blow 
torch can be used for Flame 
thrower is made of copper and 
stainless steel, durable and 
compact. Gas burner torch is ideal 
for using in soldering , brazing, 
etc . Temperature : 1300 degrees 
(adjustable ) , Butane gas 
Gas consumption : 50 grams to 140 
grams/hour. Each tank of gas can 
be used continuously: 1.6 hours 
to 4.4 hours .Weight: Approx. 120g 
Length : 19cm . 


5 


1 


Saybolt 
Viscometer 


1 


2 Bomb It is used for determination 

Calorimeter of combustion of heat of 
Apparatus calorific value of the petroleum 

fuels Specifications : stainless 
steel bomb jacket water calori 
meter vessel water jacket made 
of brass, Steel sheet duly nickel 
chromium plated with bakelite 
lid motorized heavy duty stirrer 
for uniform circulation briquette 
pettel press heavy duly firing 
unit with illumination spanners , 
magnified glass with nickled 
nichrome wire cotton reel gas 
releasing valves. Steel crucible 
full feature digital controller 
safety device application 
petroleum industries/educational 
institute research lab optional: 
oxygen cylinder. power consum 
ption : 220 / 230v, ac supply single 
phase 10 50 hz duty cycle . 


Conforms to the specifications 
of: Astm D 88 . Type Of Bath : 
Electrically Heated Immersion 
Heater. Max Working Temperature: 
180 Degree C . Continuous Working 
Temperature : 180 Degree C . 
Capacity : 2 Sample At A Time. 
Heater : SS Tubular Immersion 
Heater. Accuracy : + /- 0.1 Degree C . 
Readability: + /-0 . 1 Degree C . 
Power : 220 -240V , 50 /60hz, Single 
Phase, 8 . Oa Or 115V, 50 /60hz , 
Single Phase, 16 . O A . Test method : 
determines the time required for 
60ml of sample to flow through 
a calibrated orifice under precisely 
controlled conditions. Saybolt 
universal seconds ( sus) is the 
standard measurement for 
lubricants , insulating oils , and 
lighter fuel grades, and saybolt 
furol seconds ( sfs ) is used for 
heavier oils and bitumens. Tempe 
rature controller:- Temp. is controlled 
by microprocessor based pid 
temp. Controller having dual 
display. It is having dual display 
with solid state relay for switching 
on & switching off the heater. 
Thermocouple : — Calibrated rtd 
type thermocouple will be 
provided capable of measuring upto 
105 deg c at accuracy of +/- 0 . 1 deg. 
Top lid made of stainless steel with 
provision of mounting of one 
thermometer. Illumination will be 
provided for better visibility. It 
includes necessary accessories and 
Preinstallation requisite (Silicon 
oil — 10 ltr. Sample 200ml. Washing 
solvent ) 


3 


Barometer 


1 


Atmospheric pressure measuring 
gauge, Temperature Sensor; 
Wall Hanging ; Display Size: 1. 9 
Inches. Display Type : Analog ; 
Max Measuring Temperature : 
50°C - 69°C . 
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(1) 


(2) 


(3 ) 


അടങ്കൽ തുക ? 1,64, 000. 


6 


Air 
Compressor 
test rig . 


ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ ? 452 . 
ഡ്യൂപ്ലിക്കേറ്റ് ? 226. 
തപാൽ വഴി 7 482 ( 3 452+ ? 30.) 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ നയുടെ അവ സാന 
തീയതിയും സമയവും 31 - 3 - 2020, 2 മണി. 


- ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും 31 - 3 - 2020 , 3 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 1-4- 2020 , 
11 മണി. 


Specifications: Compressor: Exper 
imental type 2 stage reciprocating 
Air compressor, air cooled inter 
cooler, suitable for a pressure of 
10 kg/ sq.cm having a displacement 
0 .4 cubic meter per minute or 
higher. Pressure gauge is for 
measuring the pressure of one : 
shut off valve, one non - return valve 
and pressure release valve . A 
receiver fitted with a drain cock 
and automatic pressure switch . 
Motor : Induction motor minimum 
of 5 HP V belt drive. The above 
motor suited for 400 / 440 volts . 
3 phase, 50 Cycles AC supply. 
Switch & Starter , Energy Meter: 
3phase , Discharge measurement: 
An orifice type air intake mea 
suring device with orifice plate 
and a manometer, MS Air intake 
Reservoir is mounted on a sturdy 
stand . Temperature measurement: 
Thermocouples with a multipoint 
digital temperature indicator. Panel: 
Laminated panel on a sturdy MS 
stand with all measuring instruments 
mounted neatly . 


ദർഘാസ് വില പണമായിട്ടോ മണിയോർഡർ ആയിട്ടോ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. ദർഘാസ് നമ്പർ, തീയതി, 
മേൽ വിലാസം എന്നിവ രേഖപ്പെടുത്തിമുദ്രവച്ച കവറുകൾ 
പ്രിൻസിപ്പാൾ, ഗവ . എഞ്ചിനീയറിംഗ് കോളേജ്, കണ്ണൂർ 
എന്ന മേൽവിലാസത്തിൽ അയക്കേണ്ടതാണ്. താമസിച്ചു 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർഘാസ് ( പമാണത്തോടൊപ്പം ആകെ വില യുടെ 
1 % നിരതദ്രവ്യവും ? 200 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 


ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ ആറു മാസം വരെ 
വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് 
പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


No. D3 -7055 /2019/ GCEK . - 


28th February 2020 . 


Sealed tenders are invited for the Modification of CE , 
HOD s Room and Renovation of Toilet in B Block of 
Govt. College of Engineering , Kannur. PAC will be 
3 1, 64, 000 . 


MVGM . Govt. Polytechnic College , 
Vennikulam , Pathanamthitta . 


( Sd.) 
Principal. 


Cost of tender form : 

Original 7 452. 
Duplicate 226 . 

By Post ( Original ) X 482 ( 7 452 + X 30 ). 
Last date and time for sale of tender form 
31- 3 -2020 , 2 p . m . 


ലഘു ദർഘാസ് പരസ്യം 


- (1) 


നമ്പർ ഡി3 7055/ 19/ ജി. സി . ഇ . കെ . 


2020 ഫെബ്രുവരി 28. 


Last date and time of receipt of tender 
31- 3-2020 , 3 p. m . 


Date and time of opening of tender - 1 -4 - 2020, 11 a. m . 


കണ്ണൂർ എഞ്ചി നീ യ റിംഗ് കോളേജിലെ സിവിൽ 
എഞ്ചിനീയറിംഗ് വിഭാഗത്തിലെ എച്ച്. ഒ. ഡി. റൂം , ഇലക്ട്രിക്കൽ 
ആന്റ് ഇലക്ട്രോണിക്സ് എഞ്ചിനീയറിംഗ് വിഭാഗത്തിലെ ( ബി 
ബ്ലോക്ക്) ടോയ്ലറ്റ്എന്നിവ പുനർ നിർമ്മിക്കുന്ന പ്രവർത്തി 
mugon moodyoj2j33 MOIM 60133108 mlmo 231300107 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Official Address for sending application — The 
Principal , Govt. Engineering College , Kannur, P. O . 
Parassinikadavu , Pin - 670 563 , Ph . 0497- 2780226. 
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ദർഘാസ് ( പ മാ ണ ത്തോടൊപ്പം ആകെ വിലയുടെ 
1 % നിരതദ്രവ്യവും ? 200 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 


- ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ ആറു മാസം വരെ 
വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. ദർഘാസ് 
പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders to be submitted . Application for the tender form 
should be accompanied by a remittance of above prices 
fixed for the same and which is non - refundable under any 
circumstances . The tender forms are not transferable . Cost 
of tender form is only acceptable by money order or cash 
remittance to this office . As per condition the tenderer 
should send along with his tender an agreement executed 
and signed in Kerala Stamp Paper value of 200 and 
Earnest Money Deposit 1 % of the total cost of articles 
tendered . Tenders without agreement, tender form and 
Earnest Money Deposit will be rejected . For 
more details please visit the College website 
(www .gcek .ac.in ) or contact College Office during working 
hours Ph. 04972 280226. 


No, D3- 6369/2019/ GCEK . 

29th February 2020. 
Sealed tenders are invited for Providing Aluminium 
Sheet Roofing over the existing Asbestos Roof of 
Govt. College of Engineering, Kannur. 

Approximate Cost _ X 1,85, 000 . 
EMD - 1 % ( Minimum 3 1, 500.) 
Cost of tender form : 

Original 7 452. 
Duplicate 226 . 

By Post ( Original) ? 482 ( 3 452 + X 30). 
Last date and time for sale of tender form 
| 28-3 -2020 , 2 p . m . 


( 2 ) 


നമ്പർ ഡി3 6369 ,19 ജി. സി. ഇ . കെ . 


2020 ഫെബ്രുവരി 29. 


Last date and time of receipt of tender 
28 -3- 2020 , 3 p . m . 


Date and time of opening of tender — 30 -3 -2020 , 11 a.m . 


കണ്ണൂർ എഞ്ചി നീ യ റിംഗ് കോളേജിൽ ഓപ്പൺ 
ഓഡിറ്റോറിയത്തിന്റെ ആസ്ബറ്റോസ് മേൽക്കൂര നീക്കം 
ചെയ്ത അലൂ മി നിയം ഷീറ്റ് സ്ഥാപിക്കു ന്ന പ്രവർത്തി 
ചെയ്യാൻ താൽപര്യമുള്ള സ്ഥാപനങ്ങളിൽ നിന്നും മുദ്രവെച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക ? 1,85, 000 . 
നിരതദ്രവ്യം - 1 % (അല്ലെങ്കിൽ 1, 500.) 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ ? 452, 
ഡ്യൂപ്ലിക്കേറ്റ് ? 226. 
തപാൽ വഴി ? 482 ( 3 452 + ? 30.) 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ ന യുടെ അ വ സാന 
തീയതിയും സമയവും -- 28 - 3- 2020 , 2 മണി. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender form on which 
tenders to be submitted . Application for the tender form 
should be accompanied by a remittance of above prices 
fixed for the same and which is non -refundable under any 
circumstances. The tender forms are not transferable . Cost 
of tender form is only acceptable by money order or cash 
remittance to this office . As per condition the tenderer 
should send along with his tender an agreement executed 
and signed in Kerala Stamp Paper value of 200 and 
Earnest Money Deposit 1 % of the total cost of articles 
tendered . Tenders without agreement, tender form and 
Earnest Money Deposit will be rejected . For 
more details please visit the College website 
(www .gcek .ac . in ) or Contact College during working 
hours Ph. 04972 280226. 


ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും 28 - 3 - 2020, 3 മണി. 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 30 - 3 - 2020 , 
11 മണി. 


ദർഘാസ് വില പണമായിട്ടോ മണിയോർഡർ ആയിട്ടോ 
മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. ദർഘാസ് നമ്പർ, തീയതി, 
മേൽവിലാസം എന്നിവ രേഖപ്പെടുത്തിമുദ്രവച്ച കവറുകൾ 
പിൻസിപ്പാൾ, ഗവ . എഞ്ചിനീയറിംഗ് കോളേജ്, കണ്ണൂർ 
എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. താമസിച്ചു 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 


Govt. College of Engineering , 
Kannur. 


(Sd.) 
Principal. 
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